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ASHRAE RESEARCH 
(Continued from page 51) 


As previously indicated, research results are part 
of the basis for Guide And Data Book revisions. How- 
ever, there are other sources of new and improved in- 
formation. Together with the translation of research 
results, the Technical Committees draw from technical 
papers, symposiums, and other published data, as well 
as the experience and practical knowledge of their mem- 
bers and associates. 

Over the past few years, there has been an increas- 
ing activity in all of the Technical Committee work on 
the Guide And Data Book. Naturally, with the rapid 
changes in technology in specific fields, many TC’s have 
been almost continually engaged in revisions of various 
chapters and preparation of new chapters. 

Some examples of this can be found in work for 
the 1963 and 1964 volumes, and even more recently for 
the 1965 Fundamentals and Equipment volume which 
will be published next May. These include: 

1. New, expanded data on outdoor design condi- 
tions (summer and winter), prepared by TC 2.2, Weather 
Data and Design Conditions, 

2. New data on solar heat gain through glass block 


fenestration and on shading coefficients for fabrics, pre- 


pared by TC 2.5, Fenestration. 

3. Chapter on Survival Shelters, prepared by the 
Task Group on Survival Shelters. 

4. Revision of the former chapters on Hot Water 
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Heating Systems to provide four chapters covering basic 
system design, as well as low, medium, high and dual- 
temperature systems, prepared by TC 3.1, Hot Water 
and Steam Heating. 

5. Updating of the chapter on Sound Control, pre- 
pared by TC 1.7, Sound Control. 

6. Revisions of the chapters on Heat Transfer and 
Fluid Flow, prepared by TC 1.3. 

7. Revision of data on insulation and U-values of 
building constructions, prepared by TC 2.4, Insulation 
ap” Vapor Barriers. 

8. Revision of information on automatic control, 
by TC 10.1, Automatic Control. 

9. New section on high-intensity infrared heating, 
prepared by the Task Group on Radiant Space Heating. 

These accomplishments and many others by various 
TCs have greatly simplified the task of the Guide And 
Data Book Committee in each successive year, as we 
seek to maintain the prestige and authority which has 
been the hallmark of the ASHRAE Guide And Data 
Book for many years. 

Continued research programs and strong, active 
Technical Committees are essential elements in the over- 
all program to carry on the work. 

ASHRAE members can take part and support both 
these activities, even if not actively working on commit- 
tees. Suggestions for improvements »r new data, “ent 
to the Chairman of the applicable TC, c/o ASHRAE 
Headquarters, will help the TCs to evaluate the needs 
and desires of Guide And Data Book users. 
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